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Berkeley, University of California, Berkeley, Bancroft Library, BANC MS UCB 136:97 


Description: One item. - Purchased by the Bancroft Library UC Berkeley from Dr. John T. Lamendella (1981). Previous call 
number ff2MS DP124 C284 no. 97. 

Number of Parts: 1 - Number of Images Available: 1 

Direct Link: http://ds.lib.berkeley.edu/BANCMSUCB13697 1 

Language: Latin Country: Spain Century: 17th 


Part 1: f. 1r-v 
Description: - Parchment - 524 x 352 mm 


Country: Spain Cardinal point: 

Region: Catalonia City: Girona 

Assigned Date: s. xV112/^ Searchable Date Range: 1627 - 1627 
Dated by scribe: No Inscribed Date: 1627, April 29. 
Document: Yes Number of Scribes: 1 

Script: Italic. 


Other Decoration: Display script for first line of document. 
Number of Texts: 1 


Text 1: Face 
Other Associate: Saluius Fabrega, notary. 
Title: Agreement 


Docket: Nicolau Sola, merchant of Sant Feliu de Pallerols, comes to agreement with Narcis Sola, clothier of Sant 
Feliu. 


Language(s): Latin 
Incipit: 


Face 
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